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OFFICIAL 
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EXTRAORDINARY 


GOVERNMENT OF GOA DAMAN 


cinema theatres and hotels shall switch off 
their air conditioning and refrigerators loads, 
except lighting loads and minor appliances , from 
18 hours to 21 hours . 


AND DIU 


Industries and Labour Department 


III. All L. T. Industrial and motive power 
consumers shall switch off their complete ins 
tallations from 18 hours to 21 hours , barring 
lighting 


ORDER 


2 / 70 /80 - ILD 


Read : Order No. 2 / 70 / 80 - ILD dated 28-10-1980 . 


IV . All H. T. consumers who are working on 
single shifts and have a weekly off shall, observe 
their weekly off on such day of the week as the 
Chief Electrical Engineer may direct . 


WHEREAS the Karnataka Electricity Board has 
further imposed Demand restrictions on supply of 
Power to Goa . 


AND WHEREAS the Government of Goa finds it 
expedient so to do for maintaining the supply and 
securing equitable distribution of power for the 
Electricity consumers in Goa thereof . 


NOW THEREFORE , in exercise of the powers 
conferred by section 22 B of the Indian Electricity 
Act (Central Act 9 of 1910 ) , the Government of 
Goa , Daman and Diu hereby makes the following 
order, namely : - 


Notes : --- The following installations shall be 
exempted from the purview of this notification , 
namely : 

i) Hospitals ; 
ii ) Educational Institutions and Hostels ; 
iii) National Institute of Oceanography ; 
iv ) Defence Installations ; 

v ) Govt. Printing Press . 
Any consumer found violating the above Order 
shall be summarily disconnected and shall not be 
reconnected until restrictions are finally withdrawn . 
This Order comes into force with immediate effect . 


1. All H. T. Consumers who are working for 
two shifts and above , shall except on Sundays and 
industrial holidays, restrict their maximum demand 
to 50 % of their average maximum demand eva 
luated during the past three working months , 
from 18 hours to 21 hours only on every working 
day . 

II. All cold storage plants and air conditioning 
loads of commercial or industrial establishments, 


By order and in the name of the Administrator 

of Goa , Daman and Diu . 


M. S. Sail, Under Secretary (Industries & Labour ) . 


Panaji , 1st December , 1980 . 
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